THE THUNDERSTORM
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other hand, it cannot be assumed that the rain is the whole cause of these winds, for they do not accompany other, and ordinary, showers, however heavy the downpour may be.
The actual course of events, illustrated by Fig. 123 taken from the records obtained at Washington, D. C., during the passage of the notable thunderstorm of July 30, 1913, seems to be about as follows: